_ FM LJSA CONFIDENTIAL 

TO BE COMPLETED BY PTL PERSONNEL 


Request ID # 

Date Received/Submitted 
Logged By _ 


Research and Development 
Gulf Cooperative Council and Australian Samples 
Product Testing Laboratory Request Form 


Originator: 

Phone NoTFax No.: 
Production Date: 
Request Due Date: 


Brand Name: 
Brand Code: 
Location: 


GCC Samples Only 


AUS Samples Only 


Formula Code: 

034 

083 

086 

087 

283 

284 

Other Formula Code (Indicate) 


Formula Code: 

Check One 

_____ 068 

_ 069 

_ 103 


Other Formula Code (Indicate) 


Check One 


PLEASE PRINT 

Order/Lot Number _ 

Quantity Produced (Do Not Abbreviate) _ 

Order Beginning Date _ 

Order Finish Date _ 

Order Ship Date _ 


•Note: 

GCC7AUS Testing Takes An Average of Six Working Days (from date of receipt in PTL) To Complete 

Doc. Code: AO150 
gccreqfm.doc 
Rev. 02/05/97 


PM3000468619 


Source: https://www.industrydocuments.ucsf.edu/docs/qxcl0001 




